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SESSION INFORMATION 


A. TARGET DATA: 

Task/Target No. 
Session No. 


O! 


B. PERSONNEL DATA : 

Source No. : oH9 

Monitor's No. : — 

Beacon/ Sender No. : — 


C. SESSION DATA; 

Date Task Received 
Session Date 

Start Time 
Stop Time 
Method used 

Aids/Distractions (Pis) 
Pre-session hunches (AVs) 
Date Summary Returned 

D. EVALUATION DATA: 

Viewer's Estimate 
Evaluator’s Estimate 
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